DIGITAL CAMERA 



SPECIFICATIONS 


Image Sensor 

3.2 Mega pixel 

Still Image Resolution 

2048 x 1536, 1600 x 1200, 1280x960, 1024x768, 640x480 

Video Resolution 

320 x 240 

Lens 

10x Optical auto focus zoom lens w/macro mode 

Aperture 

F/2.8-3.1 

Range of Focus 

3 ft. to Infinity (normal), 3 in. to 3 ft. (macro) 

Zoom 

10X Optical zoom, 4X digital zoom 

Shutter Speed 

1- 1/1000 sec. 

Exposure 

Automatic, with manual compensation: ±2.0 EV (0.3EVstep) 

ISO 

Auto 200, 400; Manual 70, 100, 200, 400 

White Balance 

Sunlight, cloudy, fluorescent 1, fluorescent 2, incandescent 

LCD Display 

2.5" Color TFT 

Flash 

Five mode integral flash: automatic, fill/on, off, red-eye reduction, slow sync 

Internal Memory 

None 

External Memory 

SD card up to 512 MB (16 MB SD card included) 

Video Output 

NTSC/PAL selectable 

File Formats 

JPEG (EXIF 2.2), AVI (motion JPG) 

Self Timer 

10 Sec. delay, 2 sec. delay 

System Requirements 

PC.Windows 98/98SE/2000/ME/XP 
Mac OS 8.6 or higher 

128MB RAM, 80MB hard disk space, USB port, CD ROM drive 

Language Support 

English, French, German, Italian, Spanish, Portuguese, 
Traditional Chinese, Simplified Chinese 

Connectors 

USB port, DC port, Video out port 

Software 

Photo Suite IV, Photo Vista, Windows 98 drivers 

Power 

4xAA (Alkaline, NIMh, Lithium), 2 CR-V3, or AC-DC Adapter (Not Included) 

Certification 

CE, FCC, VCCI 

Dimensions 

109x68x 66mm (4.3x2.7x2.6 inches) 

Specifications subject to change without notice © 2003 Vivitar Corporation, E&OE 
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We make it easy™ 


ViviCam 3755 


3.2 MEGA PIXEL 


1 OX OPTICAL ZOOM 
4X DIGITAL ZOOM 

Another Great 
Vivitar Product! 

Features: 

• 3.2 Mega Pixel Camera 

• 2048x 1536 Resolution 

• 10X Optical Zoom, 4X Digital Zoom 

• Outstanding 2.5" LCD Display 

• Macro Mode For Close-Up Shots 

• USB Connectivity (Mass Storage) 

• 2 or 10 Second Self Timer 

• Integral Pop-Up Flash 

• Movie Mode with Audio Capability 

• Mac/PC Compatable 
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